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DCI/IC-75-0515 

2 4 JAN '1975 


.MEMORANDUM FOR: Director of Central Intelligence 
SUBJECT : PFIAB Agenda for 6-7 February 


1, Wheaton Byers advises that Admiral Anderson has 
scheduled the following agenda for the next meeting of the 
PFIAB. 

6 February 

1000 - 1200 Presentation by the DCI on impact 

of Rockefeller Commission and Senate 
Select Committee Activities. (A 
separate memorandum of 22 January 
requested your availability and 
described topics which the PFIAB 
would like to have addressed. ) 


l400 - 1600 


Backup items if time should permit: 

a. Vulnerability of satellites. 

25X1 


Briefing on the Persian Gulf area. 
This was to have been a part of the 
Middle East presentation at the last 
PFIAB meeting, but the bri efers ran 
out of time. Wheaton said ” 

is aware of this requirement! 


25X1 
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7 February 

0930 - 1130 The strategic threat. This is intended 

to be an update. Wheaton said this 
briefing topic was discussed briefly 
with the DCI at the last meeting and 
since then Wheaton has talked with 
Howard Stoertz, who is aware of the 
requirement . 


1130 - 1230 An update briefing on Southeast Asia 

(Vietnam, Laos, and Cambodia) cover- 
ing both the political and military 
situation. Wheaton will be in touch 
with George Carver on this requirement. 
Wheaton considers it may be well to 
include J-3 in the briefing.. 


25X1 


/s/ Samuel V. Wilson 

Samuel V. Wilson 
Lieutenant General, USA 
Deputy to the DCI for the 
Intelligence Community 

cc: Mr. Carver, D/DCI/NIO 

I — I AD/DCI/IC 
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Remarks: 

Attached is Sara Wilson’s note to the 
PCI on the PFIAB schedule for 6 and / 
February. I would suggest that each o± 
you get in touch with Wheaton Byers 
directly to get the best feel possible 
for the Board's wishes with regardto tha 
scope and approach of your respective 
briefings. 

| [jSsorgs i Carver ,r ' 

George A. Carver, Jr. 
"d/dci/nio 
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